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TO i The Honorable CoBaaigaiooer of Patents 
Washington, D, C. 

Sir* 

This is in response to Patent Office action of 16 October 1943 
In the above identified application. 

The case la being prosecuted under the three-yecr rule. 

Please amend as indicated bales, 

IK THE C LATHS * 

Clain 4, line 6 - Before "the" insert - means for balancing - • 
Una 6 — Cancel "being balanced" , 
line 16- Before "the" insort - means for balancing • • 
line 17- Cancel ", being balanced". 

Please add the following claims. 
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XI. In a facsimile privacy apparatus, a first device for 
scanning a subject, a lamp associated with said device the inten- 
sity of its Illumination being varied responsive to the output of 
said device, a second device for scanning a subject concurrently 
with the first device the output of said second device acting on 
said lamp to vary the intensity of illumination thereof, and 
light sensitive means for providing a signal responsive to the 
illumination of said lamp. 

12. In a facsimile privacy apparatus, a first device for 
scanning a subject, a lamp associated with said device the inten- 
sity of its illumination being varied responsive to the output of 
said device, a second device for scanning a subject concurrently 
with the first device the output of said second device acting on 
said lamp to vary the intensity of illumination thereof, light 
sensitive means for providing a signal responsive to the illumina- 
tion of said lamp, another lamp and means for varying the intensity 
of its illumination in response to the output of said light sensi- 
tive means, another light sensitive means responsive to said other 
lamp, means for effectively subtracting from the output of said 
other light sensitive means a signal equivalent to the output of 
said other device, and means far graphically recording the result. 

13. The method of obtaining a private facsimile signal which 
includes varying a translating device in response to a signal from 
the subject to be transmitted and concurrently varying the trans- 
lating device by another signal. 
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Claim 4 has boon amended to specify " i *** t f for balasoing the 
outputs of the amplifying circuits. The claim as amended is be* 
limed to ov c roo— tie Exandnar's rejection for Indsflnltcnoaa. 

New Claims 11, 12, an d 13 are directed to apparatus and a 
met hod for obtaining privacy in facsimile oosnunlcations through 
a oonoept believed nee tdth the applicants. Of the reference* 
cited, only Pierce, 1,312,574, embodies the addition of signal*, 
and the "addition" of this patent oonsists of blocking out one 
of the aignals. Applicants effectively add and subtract by means 
of bridge circuit 11*13, and apply the true aua or difference 
current to translating device 14. 

Reconsideration is requested. 
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WILLIAM F. FRIEDMAN and 
JOSEPH 0. MAUBORG®, Applicants 
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